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EZ BINO CAM PRO 


An 8 magnification, real 1.3 mega pixels digital camera with a 8x30 binoculars 


Features 


The EZ BINO CAM PRO is an 8X 
magnification, real 1.3 mega pixels digital 
camera with a professional quality 8x30 
Binoculars! It's a great camera for concerts, 
sporting events, hunting, bird watching and 
more! 

The EZ BINO CAM PRO can offer convenient 
flexibility when taking pictures by utilizing both 
it's embedded 16 MB flash memory and the 
supported expandable SD card socket. 
The EZ BINO CAM PRO supports the easiest 
way to download pictures, just plug is your USB 
cable! 


Specifications 


Digital Camera 

• Image Sensor: 1 .3 Mega pixels CMOS sensor. 

• Image resolution 

♦ Still image : HI : 1280x1024; LO: 
640x480 

♦ Video : 320x240, 15 fps AVI format 

• Lens : Glass lens 

• Field of View : Horizontal :8.4° , Vertical : 6.8° 

• Optimum capture range : 15m~ infinite 

• Image Capacity : 

Hi- 360 Lo-1440@128MBSDCard 
Hi- 180 Lo-720 @64MB SD Card 
Hi- 45 Lo-1 60 @ embedded flash 

• Storage interface 

Embedded 16 Mbytes Flash memory 
SD/MMC card socket 

• Support USB 1.1 Interface 

• Support MSD 

• Support AE & AWB 



Compact size goes anywhere you do! 
Five HOT software titles included FREE! 


• Support auto power off 

• Software Driver 

MSD, WDM for Microsoft Windows 
98/98se/ME/2000/XP compatible 
WIA for Microsoft Windows ME/XP 
compatible 

MSD for MAC OS 9.0 and above 

• Power source - AAA battery x 2, Alkaline, 
NiCd and Ni-MH rechargeable 

Binoculars 

• 8 X 30 mm 

• field of angular: 5.8° (92.7m at 914m) 

• Exit pupil: 4.0 mm 

• Close focusing distance: 3.5 m 
System Requirements 

• Pentium 233MHZ Or Higher CPU 

• CD-ROM Device 

• 32MB Memory, 600MB Storage Space 


